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CONFIDENTIAL PARIS 30219 

US OECD 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, CH 

SUBJECT: EXPORT OF PHASE DETECTORS TO THE PRC 

REF: (A) COCOM DOC (78) 706, (B) BTRS 303645, 303646, 

A-2598 

1 . FRENCH RESERVED ON SEPTEMBER 12 AND ASKED ORIGIN 
OF OSCILLOSCOPE WITH WHICH PHSE DETECTOR IS TO BE USED 

2. ACTION REQUESTED: RESPONSE TO FRENCH QUESTION. 
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